AT-TRAY1 & AT-TRAY4, Media Converter Rack & Wall-Mounting Brackets 


AT-TRAYI, I slot media converter rack and wall-mounting bracket 
AT-TRAY4, 4 slot media converter rack mounting bracket 


KEY FEATURES 

Use with MC 1 0 series (1 0Mbps), 
MCI 00 series (1 00Mbps), 
MC 1 000 series (1 000Mbps) 
or FS200 series media converters 

Shelf style 

Can be installed in 1 9" rack 

(AT-TRAY4) 

Simple installation 
Lifetime warranty 
Free technical support 


OVERVIEW 

The AT-TRAYI is a "shelf" style unit designed to hold one 
Allied Telesyn standalone media converter. The AT-TRAYI 
can be installed on any type of standard rack rail or it can 
be wall-mounted. It is designed to be installed vertically to 
the inside or outside of the rack rail. 

The AT-TRAY4 is a "shelf" style unit designed to hold up 
to four Allied Telesyn standalone media converters. The 
AT-TRAY4 can be installed in a standard 19-inch rack. 

SAVES SPACE &TIME 

These products allow network managers to have the 
flexibility to use Allied Telesyn's MC10 series (10Mbps), 
MC100 series (100Mbps) or MC1000 series (1000Mbps) 
media converters in rack and wall- mounting brackets 
(AT-TRAYI) and rackmounting bracket (AT-TRAY4). 

The unit saves space and is handy to use as a standalone 
units. The brackets are designed with a simple mounting 
system. Each individual media converter is plugged into the 
back plane and secured with the included mounting rail. 

PHYSICAL CHARACTERISTICS 

AT-TRAYI Height 4.4cm 
Width 12.9cm 
Depth 1 1.4cm 


AT-TRAY4 


Height 
Width 
Depth 


4.45cm 
48.25cm 
1 1.2cm 



ABOUT ALLIED TELESYN 

Allied Telesyn leads the world in network technologies 
for the access edge. Since the company's inception in 
1987, Allied Telesyn has been developing IP-based net- 
work products for use in video, voice and data networks 
at the metro edge, in education, government agencies and 
across the enterprise. Allied Telesyn's access, aggregation 
and core transport technologies range from simple 
Ethernet adapters, hubs and media converters to robust 
multi-layer Gigabit Ethernet switches and routers, wire- 
less systems, DTM and WDM transport solutions for 
delivering real-time voice, video and data. Allied Telesyn's 
comprehensive support and professional service pro- 
grams are suited to meet the growing demands of today's 
switched broadband infrastructures. 

SERVICE & SUPPORT 

Allied Telesyn provides value-added support services for 
its customers under its Net.Cover SM programs. For more 
information on Net.Cover SM support programs available 
in your area, contact your Allied Telesyn sales represen- 
tative or visit our website. 

www.alliedtelesyn.com 


ORDERING INFORMATION 

AT-TRAYI 

I slot media converter 

rack and wall-mounting bracket 

AT-TRAY4 

4 slot media converter 
rack mounting bracket 


USA Headquarters: 19800 North Creek Pkwy, Suite 200, Bothell, WA 9801 1, USA Tel: 
European Headquarters: Via Motta 24, 6830 Chiasso, Switzerland (Corporate) Tel: 

(Sales) Tel: 

www.alliedtelesyn.com 


800.424.4284 
(+41) 91 697.69.00 
(+39) 02 414.1 12.1 


Fax: 425.481.3895 
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